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25X1 


Deputy Director (Intelligence) 

i Regularly Scheduled Teletype Conferences 

i £ Una dtd 1$ Mar 56 to SS^I fr ify 
subject 


b Mmo did Pb Mar 56 to SD/3 fr DC/l, 
W H J i Bt 


c Cubic dtd 6 Apr 56 to 
(00T 85653) 


6 Cable did If Apr 56 fr CGrU 
(IS k&M) ^ 


Da refe r ence a X proposed that we discontinue the regularly 
' teletype conferences. In reference b you Indicated these 
bdceaaa had baea of value to the Office of Cumtat Intelligence 
«*d the Offi ce of Sci entific Intelligence an cell aa their counter - 
paaffca la th» (Station and suggested that before any action 

the Station be consulted. 



i* On 6 April m eestt a cable to the I 1 Station {ref . e) 

non hswt a reply to the effect that these te Xenons axe act a 
a s ttstsH qr bat the Station could like to sal retain case session each 
Tassday of two hours duration. 
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3* Considering tbe[ 


Station's reply and in view of tbs 


critical shortage of Coaca sa dc ationa personnel and the increasing 
Misrref M®h jprlarity re^lreittsmts placed upon the Office of 
Coomaalcaticas I do not believe we can justify these telacoas, and, 
therefore, r a ce— sa d that you reconsider you r previo us position and 
cowur in the attached proposed cable to the p Istation. 
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A. 3hi Dsputy Director (Plans) previously coocurred in the 
discont tmmnce of these tclccons. 

SA-DD/Ss CEB idle (19 Apr 56) 

Distribution: 

'i^efirono ^ 

1-subject - I* K. mm 

Ihpi tar Director 


1-CEB 
O&l-adse 

1-D/ Communications 


( Support) 


■» ^ asywspwrasit wigv ifcu 
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